BRANDTVILLE RESTAURANT 

Air Conditioned 24 Hour Service 
U. S. Rt. 66 at U. S. 150 
Bloomington, Illinois 


Pub. by Elliott Sales Co., 503 N. Madison, Bloomington, Ill. 


Genuine Natural Color Made By DEXTER PRESS, Inc., West Nyack, N. Y. 
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